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Bater December 2, 1959 : 


- Prem: The Firewel Company, Inc. 


(Contractor) 
To: 
er 


FOIAb3b1 
Item No. Part Number Nomenclature Quantity Unit Price Total Price 
I A A Rtn aint rere rennet 


1 F9025—5 Tester, Oxygen Flow 4 $40.04 $160.16 


a ah NI ag a a a re ee 
Prices are fair and reasonable and this 


Exhibit is hereby approved 


Delivery: As soon as possiblé ~| 


Contractor warrants prices conforms to the 
price formula in effect to date of the 
$ ays, OE Exhibit 
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